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Connect your HP Photosmart 8886 camera dock to your computer and in 
one quick step, easily share, print, e-mail and store your photos and videos. 
And while the camera is docked your batteries will recharge, so it is ready to 
go when you are! Show the whole family your photo and video digital slide 
shows on your TV by connecting the dock to your TV and using the included 
wireless remote control. And when you want to print photos it is so 
simple— you don't even need a computer! 

• easily share, print, e-mail, store and view your photos 

• recharge your digital camera batteries simply by docking 

• use wireless remote to view photos and videos from your camera 

• dock, then send using "hp instant share™ button" 

• dock provides a home and recharges batteries, so it's ready to go when you are 

• easy photo printing — no computer required, connect dock to an hp photosmart 
printer 

• for use with HP photosmart cameras with docking capability, see camera 
specifications for system requirements 

• easily connect your dock with camera to your PC, Mac, TV or select hp printers 
and all-in-ones using the included cables 

• plug-and-play using the USB (compatible with USB 2.0 specifications) connection 

• 90-day limited warranty backed by hp customer care 

• 24-hour web support at www.hp.com/ go/ support 





hp photosmart 8886 camera dock 

technical specifications 

Panel Buttons 

"save/print", "TV" 

Remote Control Buttons 

"TV", "pause", "arrow" buttons, "OK", "rotate I eft/ rotate right", "magnify", "share", "print" 

External I/O Ports 

USB A (printer), USB B (PC), A/V, power 

Connectivity 

USB cable for PC, A/V cable 

Pov/er Supply 

AC adapter: 1 00 - 240 VAC (+/- 1 0%), 50/60 Hz (+/- 3 Hz) input, 3.3 Vdc, 2.5A 
output 


Power Consumption 

7.4 watts maximum (with camera), 0.37 watts maximum (without camera) 

Operating Environment 

operating temperature (recommended): 64 to 82° F (1 8 to 28° C) 
humidity ronge (recommended operating): 1 5 to 85% RH 
storage temperature: -5 to 140° F (-20 to 60° C) 

Warranty 

90-day limited warranty backed by HP customer core service and support 
Dimensions (w x d x h)/Weight 

4.56 X 2.76 X 1 .42 in (1 1 6 X 36 X 70 mm)/3.8 lb (1 08 g) 


ordering information 

hp photosmart 8886 camera dock 

C8886A hp photosmart 8886 camera dock 

What's in the box 

hp photosmart 8886 camera dock;2 NIHM 
rechargeable batteries; wireless remote with 2 
AA alkaline batteries; USB cable (for PC); A/V 
cable; 3.3-volt AC adapter and power cord; 
user's guide 


for more information 

Visit us on the world wide web 

at www.hp.com. 


All brand and product names are trademarks or registered trademarks of their respective companies. 
Technical Information in this document is subject to change without notice. 
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